5/ia/oo 


Dear Doiit 


As iny enclosed letter to Dob Dates indicates, after you left wqs a 
very disconcerting tiitie. I t.Jjik I mailed you a suininary of the information 
I have on what seems to be an. electronic bug planted in our liome. Because I use 
a s peokerplione it also becomes a wiretap and I can't imagine a legal one« 

Mak es me wonder if when tliero were entries when -Hil and I were in the 
hospital or nursing home tKe alight physical damage tliat was done was a cover 
for the entries* 

^f I did not tell you, in addition to mdving the overflow boxes in ay 
office around and with tliat denying me recollection of wliat was where, there 
was slight damagt^ to my typowriter# The first repair did not fix if but 
the second one did all that could be done without replacement of a broken ^ 
^.art tliat cannot be replaced* 


We enjoyed your visit* I4ake another soonl 



